Eagle 
Claw 


Made in 
7,10 and 13 
inch 
sizes 


The 45° wrench is made on an angle of 
45 degrees and does work in places where it 
is impossible to get with any other tool. 

Better order one of e@ch size, in both 
stvles. fodav! 


